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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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IS: 5840 (Part III) -1970 



Indian Standard ( Reaffirmed 2003 ) 

DIMENSIONS OF CATHODE-RAY TUBES 

PART III EHT TERMINALS 



I. Scope — Dimensions of EHT terminals for use with cathode-ra/ tubes employed in oscilloscopes. 



television and radar. 

2. EHT Terminal, Cavity-Cap Type 
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Reference 




Notes 










mn 


Nom 


Mox 




A 


7-80 


in 


8-05 


— 


B 


. 


— 


14-7 


„ 


C 


— 


„- 


4-8 


„ 


D 


3-46 


— 


— 


— 


Note I — This outline is for illustration only and the shape may be varied provided 
the specified dimensions are adhered to. The portion shown v/ith broken Tme is 

optional. 
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3. EHT TermiRal Recessed-Ball Cap->Cavity Type 
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Notq« 



Note — this outline is for illustration only and the shape maybe varied provided 
the specified dimensions are adhered to. 
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